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Commercial VPN devices Compatible with SecNet54 built-in VPN 
Information 

The following devices are compatible with the SecNet54's built-in VPN function according to vendor 
research and testing: 

• Cisco 871 

• CiscoPIX515E 

• LinksysBEFSX41 

• Cisco ASA 5510 

CM PMO has also tested the following devices and found them to be compatible: 

• Cisco 2600 series router with Advanced Enterprise IOS 

• SonicWallTZ 150 

This list of devices is not meant to be exhaustive, but should give a potential user various options with which 
to create a VPN tunnel with a SecNet54 v2.0. For additional information, see the SecNet54 v2.0 VPN Setup 
Guide listed on the CM PMO Device Portfolio website. 
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